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Message Text 

UNCLASSIFIED 

PAGE 01 TOKYO 02572 240828Z 
ACTION OES-06 

INFO OCT-01 EA-09 ISO-OO HEW-06 PRS-01 USIA-15 MED-03 /041 W 

240915 024057/23-12 

R 240803Z FEB 77 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 5663 

UNCLAS TOKYO 2572 

FOR OES/PAT/BMP, W. WALSH 

DEPT PASS TO DHEW/OIH: PHS/FDA AND PHS/NIH/NCI 

E.O. 11652: N/A 
TAGS: TBIO, JA 

SUBJECT: USE OF MARUYAMA CANCER VACCINE IN U.S. 

REF: (A) TOKYO A-387, 11/24/76; (B) STATE 13111 

1 . RECENT REPORT IN JAPAN TIMES OF FEBRUARY 20 REHASHED 
MARUYAMA CANCER VACCINE STORY IN GREAT DETAIL. LAST PARAGRAPH 
OF THE ARTICLE STATES THAT US FDA HAS SUPERVISED A PROGRAM IN 
WHICH 62 U.S. DOCTORS USED THE NARUYAMA VACCINE ON 1 16 CANCER 
PATIENTS IN THE U.S. THE ARTICLE CLAIMS THAT THE FDA FOUND THE 
VACCINE TO BE EFFECTIVE IN ABOUT 40 PERCENT OF THE CASES IN 
RELIEVING THE SYMPTOMS. 

2. EMBASSY WOULD LIKE TO KNOW IF FDA HAS CONDUCTED A STUDY IN THE 
U.S. OF THE EFFICACY OF THE VACCINE AND IF SO. TO RECEIVE A 

COPY OF THE REPORT IF AVAILABLE. PARA 2 REFTEL B INDICATED 
THAT FDA WOULD RESPOND TO EARLIER EMBASSY INQUIRY DIRECTLY. 

HOWEVER, WE HAVE NOT YET RECEIVED A REPLY. 

3. EMBASSY MAILING COPIES OF LATEST ARTICLE TO DEPT. FOR 
DISTRIBUTION. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: CANCER, VACCINES 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 24-Feb-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977TOKYO02572 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770063-1266 
Format: TEL 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 977/newtext/tl 977021 1/aaaaakbf. tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 74561 fbf-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 TOKYO A-387, 77 STATE 13111 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 05-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3236072 
Secure: OPEN 
Status: NATIVE 

Subject: USE OF MARUYAMA CANCER VACCINE IN U.S. 

TAGS: TBIO, JA, US 
To: STATE 
Type: TE 
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